To:  Benson,  Bob[Benson. Bob@epa.gov] 

From:  Thomas,  Deb 

Sent:  Thur  8/13/2015  2:27:31  PM 

Subject:  Re:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 

Bob,  I am  looking  into  this.  Thanks  for  asking. 


On  Aug  12,  2015,  at  12:52  PM,  Benson,  Bob  <Benson.Bob@,epa.gov>  wrote: 


Why  no  link  to  the  monitoring  data? 


From:  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  12:44  PM 
To:  R8  All  Employee 

Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


This  message  is  to  inform  employees  that  we  have  a new  website  dedicated  to  information 
about  the  Gold  King  Mine  response.  This  website  includes  the  latest  information  on  the  spill 
and  EPA’s  response.  Please  follow  the  website  for  the  latest  information: 

http://www2.epa.gov/goldkingmine 


Debra  H.  Thomas 
EPA  Region  8 

Deputy  Regional  Administrator 
303-312-6298 

thomas.debrah@epa.gov 
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